Monday 8/6 29 scooters removed from the following locations: 


3 at 1100 Mass 

1 at 675 Mass 

3 on Copperthwaite at Dewolfe 

2 on Mem Drive near Plympton - Winthrop house 

1 at Mason & James Streets 

2 at Mass & Dana 

3 at Landsdowne & Cross Streets 
3 at 301 Mass 

1 at Main & Osborne 
3 at Main street/ area 4 
3 at 1 Main Street 

3 at City Hospital - Cambridge Street 
1 at Skendarians - Cambridge Street 


Tuesday 8/7 13 scooters removed from the following locations: 


Location 

Number of 

scooters 

Fleet Number 


262 Pearl Street 

1 

XPWE 


Mason at James 

1 

RMY7 


Cambridge at 
Oakland 

1 

IFCA 

Damaged by renter-has sticker affixed 
to it "Broken" 

Prospect at 
Hampshire 

2 

6F53, 8XWL 


Cambridge at 
Oakland 

4 

JDHX, PQ5K, No 
number, 6753 


Cambridge at 

Ellery 

3 

WP6J, 8LXH, W9VF 


Hampshire at Elm 

1 

IFC8 



Wednesday 8/8 20 scooters removed from the following locations: 

























































Thursdav 8/9 7 scooters removed from the following locations: 





















